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TRINITY  METHODIST  CHURCH 

\  Sumter,  S.  C. 

Erected  in  1962,  the  sanctuary  is  the  sixth  to  house 
the  congregation,  whose  first  structure  was  built 
in  1787.  The  new  church  of  gothic  design  has  a 
seating  capacity  of  700  in  the  Nave  and  was  built 
at  a  cost  of  $650,000. 
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